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DETAIL PLAN OF STEPED WOOD SHELF 
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SCALE IN FEET 


CEILING LIGHT FIXTURE LENGEND 


DESCRIPTION 
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PENDANT MOUNTED 

NDIRECT UP LIGHT W/ PARABOLIC 
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WALL BRACKETED EXTRUDED ALUMINUM 

FIXTURE 


RECESSED OPEN APERTURE 
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RECESSED COMPACT 
FLUORESCENT WALL WASHER DOWNLIGHT 
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RECESSED 2X2 9 CELL 
PARABOLIC FLUORESCENT LIGHT 

FIXTURE. 
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CONTIN. RECESSED FLUORESCENT 
SLOT WALL WASHER 


MECHANICAL DIFFUSER 
SUPPLY AIR GRILL 
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TYPE 


MEACHANICAL RETURN 
AIR GRILL 


SPRINKLER HEAD 


... 24'X24"X3/4 = ARMSTRONG TEGULAR 
CIRRUS TRAVERTONE CEILINGS. WITH 
SILHOUETTE SYSTEM CROSS TEE «7645 


PUBLIC CORRIDOR 1 2" XI 2" ACOUSTIC 
TILE CEILING TO MATCH ADJACENT 
EXISTING CEILING. 
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